Q.  Did the ledge wiggle in any way?
A.  Wiggled a little.

Q.  I think you previously testified it
appeared tight to you?

A.  It appeared tight, but the edge of it
wiggled a little bit; but the seam as a whole
was tight, seemed tight.

Q.  And at that time, you were handed a bar or
given a bar by Mr. Feathers so that you could,
and were instructed to test it any any time
you felt it needed to be tested?

A.  Right.

Q.  And did you do that again?

A. Did I test before I went under these headings
again?

Q.  Right.
A.  Yes.

Q.  You only went under the heading one more time,
didn't you?

A. Well, yes, O.K., yes, the one where there was
one shot out, yes, one shot out. Then I refused.

Q. The next day you went back to Mr. Feathers
and said, "I'm not going to go back under that
thing again?"

A.  Right.

Q.  In fact, Mr. Feathers said, "Did you test it
with your bar," didn't he?

A.  I can't remember.

Q.  And you said, "No," didn't you?

A.  I canTt-remember whether he asked me or not.

Q. And after you said no, then he got angry with
you for not having tested it as he had instructed
you the day before, didn't he?

A.  No.s you.were concerned,
